Wyndham Hill- Riverside Walk 1 Mile Grading Accessible 


This walk is suitable for wheelchair and mobility scooter users. The walk is shared 
by cyclists so care is necessary. 
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1. Park at Yeovale Leisure Park (BA20 1NP). 


2. The walk starts from the car park and follows the bank of the river Yeo and 
finishes at the junction of the Sherborne Road. 


3. At the junction turn around and return to Yeovale Leisure Park. 


